CHAPTER XL

SEPARATING.

Filter Presses. There are many people to-day operating large
plants who, if they understood the applicability of the filter press
to their particular case, could effect considerable saving" by the
recovery of materials which to-day are going to waste, or by im-
proving their present methods of filtration.

As in large industrial operations it is desirable that the process
of filtration be conducted with the greatest possible economy, the
selection of the proper kind of filter press is of great importance.
Those herein described and illustrated are manufactured by T.
Shriver and Company, Harrison, N. J., the largest manufacturers
of filter presses in the United States.

In its simplest form a filter press consists essentially of a series
of chambers, formed either by recessed plates (Fig. 184) or by

FIG. 184.   RECESSED FILTERPRESS.
flush plates with frames between them (Fig. 185). These plates
and frames have a lug or handle projecting from each side, the
lugs resting on a pair of parallel bars.
One end of each of these bars is secured to the front or head
of the press.    The plates and frames jest upon them, and the back